PLATE XIX
A.   THE CREVABSED SURFACE OF ATHEVIDA GLACIER From Station C (Map 2), Terrace Point, August, 1906
B.   ATHEVIDA GLACIEB
From same station as upper view, July, 1909.    Again mantled with ablation moraine (as in 1905) and crevasaing largely healed; but surface both higher and rougher than in 1905.